47  We note that the record does not clearly indicate which legs on
chocks No. 105 and 106 were lacking bolts. Because there was testimony
that the front arms of the chocks in question were tipped down at the
time of the citation (Tr. 119), it appears that one of the front legs of
each chock was involved. However, as discussed in the text, our decision
would be the same regardless of which legs were involved.
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